
    
      Fig. C.1. 
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        Left: Observed relative astrometry separated in RA and Dec against the relative time of the reference epoch (0.0 year). Right: Observed relative astrometry together in RA and Dec.

      

    

  
    
      Fig. E.1. 
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        Continued.

      

    

  
    
      Fig. E.2. 
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        30″×30″GTC/HiPERCAM quintuple-band optical images of the Accident field with red circles indicating the expected position at the HiPERCAM epoch, compared with HST F110W image (right bottom) with blue circle indicating the Accident at the HST observation epoch. The Accident was not detected in any of the bands.
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